WITH THE  STOCK  COMPANIES
recommends the panorama which succeeds." Britannia was Ellen Terry; the panorama thus bewilderingly introduced was by William Telbin, and dealt with the Holy Land ! On the gth of April " The Belle's Stratagem" was put on. Miss Louisa Angell played Letitia Hardy, and the part of Lady Touchwood was performed by Ellen Terry. Later in the same year Miss Terry played Julia In " The Rivals." Mr. Chippendale was Sir Anthony ; Mr. Wm. Farren, Captain Absolute; Mr. Howe, Faulkland; Mr. Buckstone, Bob Acres ; and Miss Snowdon, the immortal Mrs. Malaprop. Referring to the part of Julia, Miss Terry says : " I think I could play it now, I certainly played it very ill then" On Boxing Day " Our American Cousin " was revived, Miss Terry playing Mary Meredith, a part which she says she acted " vilely." During the .run of this piece Miss Terry left the stage for some time, during which she was married.
Let us now pass on to  the year  1867. S1